AMENDMENT NO. 6 JUNE 2018 
TO 


IS 5120: 1977 TECHNICAL REQUIREMENTS FOR 
ROTODYNAMIC SPECIAL PURPOSE PUMPS 


(First Revision) 


(Page 30, clause 10.2) — Substitute the following for the existing: 


‘10.2 Effects of viscosity shall be in accordance with ISO/TR 17766 : 2005 
Centrifugal pumps handling viscous liquids — Performance corrections.’ 


(Page 31, Fig. 25) — Delete and renumber subsequent figures. 


(Page 42, clauses 14 to 14.5) — Delete and renumber subsequent clauses. 
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